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MEMORANDUM FOR THE RECORD OLC 74-0640 

SUBJECT: H. R. 13798, "Central Intelligence Agency Disclosure Act" 


1. determined from the staff of the House 

Armed Service^ommittee that Chairman Hebert does not intend 
to take any action on the subject bill in this Congress, unless 
circumstances develop which press him to do so. The staff did not 
feel an interim reply necessary. 


2. The bill will be circulated to Agency components for 
comment to be held for the preparation of a reply should we have to 
move on short notice. 
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